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PART III 

Medical Education Department 


3(3oejocnj njocru^o 

00011(3 (T0I3-18852/2013/o0o.CTl51.pl. 2014 61a£l(.STlJ2(Uffl1 10. 

cmlrajmmasinjjoo 6)acujlces)(33 (Scft>o(Bgg3l6>£j (fflraaoaroeraina^o 

axnn_j0^§S)2KTg1(Sejc9O (3T80Dai)CB(3)nS^ OlnJtDJOloCOJO 

cft>0ej1cS(.6nJni10DJo (8 n{j)6TT)o) 6)iJCg>JCTD(5)1 CD (10l<mi1(3) 
(SanooRSTwIroS ajirani^l fl(8<^eiocn)joa,a3 .ftaismlceffljcmj. 3(3c*eio 
arojcft)a3 3(3^eioom aiauiGoosjce^sl aola&ilrai 8j)1a»«»1<flS)jaj(irii 
LfLilaacnjlajoaS, 6)m(uil<ss)ro3 e<ft>oeg83, (rolffljaKDCKOnjjfflo-695 on 
o®<m ajlejocnxaro)lK^ o®(0Tm1ijlffllGc9S)6TTe®i06rn. 

odS^eiocru aoaii(3—261/2013. 

f3c3d£jocn) eneoo85TO)l6)ag nilei (cnlcejjoiloascooo): 

raramxoS—' 420. 

CTO 

c/8ffl'kj<a>(3nj—' 210. 

3(3aejocro Gnnooo ail ra8 <06)3010 (araeuavoao (oiIcqksiIccdjo 

CTOa<S2)(UJo-20-3-2014, 3 2)60)1. 


3(8<3eiocru Ganooo avilc&olcoeijor) (aracuauoa) railcawitojo 
ami2K!C»(UJo-21-3-2014, 2.30 2)60)1. 

<3(3<ieioan) cmjocoffljcm railooxoilcmjo croadsaijo— 21 - 3 - 2014 , 

3 ffl6rril. 

BcJaejocru Ga£)0O6ai3c/3 tainJoeilraS eoisrenjcS raiaasoacsffljcm 
(mlmjeoisne (0)j<ft> (' 50 ) «3T8U)1<ft>2ioeQ>1 (3ratn)oc»Gc9S)6TTeffl)06rn. 
3(3dejocru eao 0 ocarrol 6 ) 0 $ ci/lei 63 0 no 1 crul (08 <sa)(8l<3§o 
2)6n)1e(r»0(3cu)(3 rarajecao cwjl<0jffl1c9®jan«»O6rri. cmaejosKWcajgg 
a®ejo raraeoJcMicaigjo ODlfflcrulcOffljanDasiosrn. GaDOOGcatmosisonjo 
fflj(.ranJL«»63r3Ggo 2)eo6)(3)a>1ejjo GajDOc9jy6)2iai^cftiego raracoxacOffloaS 
{3re)OJc® < ij6)iT ; ]§j6)<ft)06rejgg«j)2o earaSaileiocroo aj^coasiaejCKOTro 
(mjffloca 2)60)lGcao(3cu)02<ft.«3 crilocnilcBsijaTKroosm. 2)60)1 630(3cux3 
OKPl GciD0O63T3a3 (318)01081,6)njS)6)<fli06ng]39 (3T8(SnJc&i£l<ft>(/3 gTO 
aoti£i°lcru1ro3 28 - 2 - 2014 , 3 2)6n)lc96> aja3nj <Bj 1 § 1 (al< 8 lc 06 ) 6 O)o. 
(woacrol^ij <ft,1§jcro 2)6O)1e<r»0(3cu)ojca>c/3 cnlfflorolcaojcroffnosrn. 
ra(3<3eiocnj Gaoooo 6)6)<ft>2ioooa3 nJOsleioRsroxmio 63(8l<e6)<33 raresnj 

60 O ^3 

«nl(a1^jjcft.1§2(mra)ja&i. (moatTOl^cOjI^crn <3(3c»eioav3<ft>c/3 
cQ) 06 )(310(8^ ca>o(8 6mojaaoeijo oi)i1<ft>(8l<fl6)jaT>(5)ej. c&jsj®)®! 

oilaj(863T3c^ (nJcn^raroil (3lojcn)63T3g1(o3 goT) (3t8)cio1cn51(33 ailanjo 
ejelt06)jfm(3)O6TTO. 
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KERALA GAZETTE 


[Part III 


No. C3/18852/2013/MCT. 10th February 2014. 

Sealed competitive tenders are invited for repair 
and calibration of Anaesthesia Machines (8 Nos.) for the 
Anaesthesiology Department, Government Medical 
College, Thiruvananthapuram. 

Tender should be superscribed, Tender numbers and 
addressed to the Principal, Government Medical College, 
Thiruvananthapuram-695 Oil. Details can be had from 
this Office on working hours till 3.30 p.m. 

Tender No.— 261/2013. 

Cost of tender form (Inclusive of Sales Tax): 

Original—' 420. 

Duplicate—' 210. 

Last date and time for sale of tender form— 

20- 3-2014, 3 p.m. 

Last date and time for receipt of tender form— 

21- 3-2014, 2.30 p.m. 

Date and time of opening of tender—21-3-2014, 3 p.m. 

Tender forms will be sent through post if 
required provided due amount with sufficient postage 
charge ( 50) is sent by way of Money Order in 
favour of the Principal, Government Medical College, 
Thiruvananthapuram, Kerala State, Pin-695 OIL Money 
Order should reach this Office on or before 28-2-2014. 
No other forms of remittance will be accepted. 

Tender Schedule 

1. The period for which the rates to be in firm— 
One year. 

2. The rates should be inclusive of all taxes, 
otherwise tender will be rejected without any notice 
and for free delivery at the department concerned. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 

6. Tenders should be accompanied with a formal 
agreement executed in ' 100 Kerala non-judicial 
stamp paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposit (one percentage) of the 
total cost of the articles quoted for can be remitted 
by way of crossed Demand Drafts drawn in favour 
of the Principal, Government Medical College, 
Thiruvananthapuram. 


8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstance. 

12. For Medicines, Surgicals and Materials, samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for 
selection. 

13. Tenders should bear the signature and full postal 
address of the tenderers wherever necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenderers. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm offering 
lowest price whose specification confirm to the 
requirements in the tender notification. 

17. Tender will be opened in the presence of each of 
the tenderers or their authorized representatives 
who may present at the time. 

18. More details can be had from this office on 
working time. 

Specifications of Periodic Maintenance of Anaesthesia 
Machines (For one year) 

1. Checking for faults, repair/replacement of faulty 
components, alarms, calibration of flows, every 
4 months for one year (for times in one year) to be 
done at the current location of the machine. 

2. Replacing all worn out parts. 

3. Inspection, testing, repair/replacement of machine 
parts-electronic, pneumatic components. 

4. Cleaning, lubrication, adjustments of machine parts 
as necessary. 

5. Inspection, testing, repair/replacement of safety 
mechanisms like Oxygen fail safe, proportionating 
devices. 

6. Replacement of worn out wheels to ensure smooth 
movement of machine. 

7. Checking, replacement of worn out parts of flow 
meter assembly. 
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8. Servicing of brakes. 

9. Inspection testing, replacement of parts of hanger 
yoke assembly. 

10. Inspection testing, replacement of pop off valves 
as necessary. 

11. Inspection testing, replacement of pressure gauges/ 
parts. 

12. Painting of machine/parts as found necessary. 

13. Testing of patency of all tubing, including back 
bar. 

14. Testing of leaks and ensuring that leaks are within 
standard limits. 

15. Testing, repair/replacement of parts/whole of 
pressure regulator. 

16. Pressure testing of all pressure system of the 
machine and commissioning. 

17. Other tests/repairs found to be necessary for the 
safe and smooth functioning of the machine. 

18. Warranty through out the year and for another 6 
months after the completion of one year. 

19. Certification regarding: 

(i) Satisfactory working of safety features & 
oxygen propotionating devices & other 
safety features. 

(ii) Oxygen concentration calibration at Outlet, 
with and without Nitrous Oxide, with & 
without vapouriser. 

(iii) Satisfactory working status of flow meters, 
pressure regulators, oxygen flush, pop off 
valves including calibration. 

(iv) Leaks within specified standards. 

Govt. Medical College, (Sd.) 

Thiruvananthapuram. Principal. 


6>S6rr§(3 cs(DO§“lonj 

cnonj(3 n®Tj. oul n^cru.-71/2014. 2014 eioDLsrujaKcfl 28. 

CB<ft>0(Pl(5c9«)0S 6)2)(ujlc06)(!53 (Bcft>0(Bg83 C3re)ODJnJLtml Oilc&CnXn 
0<TUO6)6)CTOgloQ>26)S (0j°ltf>lK53 £Jd£nJOc3 tiOOglOD croalnjffljgg 
no r Dcm mx3sa3cru tft.oa|1a3 aoj aj(3r&KB«5im<es) cnsraimjcmroilcn 
«5)06Mp ojoasjcm ml6m(TU)<n<ft>«3c8® nileu)Qffii2ioc®1 mileijoaiij 
6)S6n30jcftiC/3 cMd6rhlii-|i6icft>033Kmi. 

ablra«j>(racu!jO—' 15,000. 

6)S6TTS(3 (BaCOORST®l6)a?] Oilej-' 1,603. 

6)S6T13(3 C3Td(I»<S2)c8S)jaD (ft>ajOl(njfflJ<ft>g1(i53 CU)1. 

a®au-7l/2014 n^OT) 01001(3 <0jO6mlnjlffllc0®6roo. 


6)ssreojca)C^ QjIroScOSijano raracuoruoao (mlcmra/lcffijo 
cruaaaxiijo—17-3-2014, 3 ai6m1. 

6)S6TiE02ca,c/8 oruilcft>ffllc86)jaT) oreaiaruoao rdIootiIoqjjo 
Crul2<I»(11jo-18-3-2014, 3 2)611)1. 

s)S6n§3 (rojOc9S)jcm (rolcoiraolcffijo aruacDKUjo—19-3-2014, 
12 msml. 

0ssnsc3 Ga£ioos3Bci3 mia3o_|l(Sc06i6ne aileiocruo—6)cro(a>§ril, 
(3re)crojnJL®i1 rultflicrum S)aru06i6)arug1, fflaau1<ss)«53 Gca>oeg83 
(3re)aajnJ(.ffli1, (Bcfcoiplcscesios. 

6)56113(3 (BaOOOo (313)Qi(/3^2)2gg<li(3 (3I3<SnJc0i9d<3(!Q)O6)SO(jJo 
3,00,000 (ffljano eicMio) c&joocDoraiin rarecruraS g cruo c/3 aia3 anil 
(11) (3 §1 fiol (06)0 ((313 G ciJ cftiSd c0> 6) 0l3 G nJ ffll (53 61U (TU) 6) § 

RnaotralraSraoffllraS ablanjo i-i-20i4-aoj(Bcraniio can§1(m«5)) ca,jslc06)s 
(nx3§1n£)lc06)g1(Baoo6)SOn : |o (n)ffl(3ryi(Bc06)6ii3(!j)O6rn. GfflraSnjoeiaiOT 
(ru3§ln£l1c06)gj(ft)O3 nT) 083 (30 (06)0(315)013(06) 6)S61B(3 GaOOOo 
(0)o6)(0)o(02 (feofflemojtraoejjo aoraSc&janraiei. cOjjsjodcoS 

(111 OJ (3 6313 C/3 630aDl(TU (A) ffl CD) (313)' GO)(3l§ (313 0) J n9dl 

(313 OtoOCUJOD (3)0611). 

No. HDS-71/2014. 28tli February 2014. 

Sealed tenders in the prescribed forms are invited 
for running House Surgeons Canteen near Lecturer hall 
under Kozhikode Mdical College Hospital Development 
Society for a period of one year from reputed hoteliers. 
The tenders should submit solvency worth ' 3,00,000 
(' 3 Lakh), and certificate of encumbrance on property 
taken on or after 1-1-2014. For details contact HDS Office 
during office hours. 

Superscription tender No. should be specifically 
noted—HDS-71/2014. 

Earnest Money Deposit—' 15,000. 

Price of tender form—' 1,603. 

Date and time for receipt of tender—18-3-2014, 3 p.m. 

Date and time for opening of tender—19-3-2014, 
12 Noon. 

Date and time of close of sale of tender forms— 
17-3-2014, 3 p.m. 

Address of the officer from whom tender forms are 
to be obtained and whom tenders are to be sent— 
Secretary, Hospital Development Society, Medical College 
Hospital, Kozhikode. 

Office of the 

Hospital Development Society, 

Medical College Hospital, (Sd.) 

Kozhikode. Superintendent & Secretary. 






